51847 8661 


Wal*Mart Single Pack Modular Conversion 

New York Metro Region 
Return to the ROU no later than September 6th. 


RR Terr 

RR Class 

Acct # Name 

Address 

City 

St 

Cluster 

Date ComDleted 

122222 

C04 

708969 WAL MART 2163 

465 BRIDGEPORT AVE 

SHELTON 

CT 

7 


122222 

B04 

708971 WAL MART 2236 

651 MAIN STREET 

SHELTON 

CT 

1 


122322 

Cl 2 

665557 WAL MART 2156 

750 MIDDLE (COUNTRY RD 

MIDDLE ISLAND 

NY 

3 

Philip Morris 

Kiosk Test 

122322 

A12 

688385 WAL MART 2286 

161 MIDDLE COUNTRY RAOD 

CENTEREACH 

NY 

3 

Philip Morris 

Kiosk Test 


1. If racks were done by store personnel, enter 8/19/96 as the date completed 

2. If you completed the conversion, enter the date you did it 

Note to Joe Romano - If the stores still have the PM Kiosk test, just return this list and circle what we have written 
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